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Research Methodology 




Research Definition 

• The present report consists of in-depth study of the Global AF Ablation market. The market has been segmented by 
surgical and non surgical ablation procedures which includes catheter based ablation procedures along with hybrid 
and mini maze ablation procedures . 

•Regional Analysis consists of four major regions- North America, Europe, Asia-pacific , and Rest of the world 

Data Analysis and Interpretation 

• Our historic market trend has been figured out by various paid databases which was further triangulated with inputs 
and insights from industry experts, companies and stakeholders, through primary research (marketing managers, 
BDE, IT Healthcare Consultant). Back-of-the-Envelope calculation for the market estimation has been made through 
proper understanding of the market as well as future business strategies of the companies operating in the market. 


Azoth Analytics has conducted quantitative as well as qualitative research to gather market insights such as market sizing, market 
segmentation, recent trends and developments and competitive landscape. Our team has conducted extensive primary surveys by 
reaching out industry experts across the value chain of the AF Ablation Market . 

For Forecasting purpose we have accessed some of the paid databases such as Bloomberg, Reuters, Factiva, Hoovers etc. 

* 

Companies Contacted 

Boston Scientific Corporation, Medtronic ,Biotronik etc. 
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Global Atrial Fibrillation Market 


FigureJJj Global Noi^SurgjcatAF Ablation Market , Figurel2: Global Non Surgical AF Ablation Market , 

By Value , Historic(201 1-2015) in USD Billion By Value , Forecast(2016E-2021F) irfUSD Billion 
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Figure 15: Globaj^Surgical AF Ablation Market , By Vajue , Figure ^6 : Global Surgical^ AF Ablation Market , By Value , 

Historic! 201 1-20 15) in USD Billion Forecast(2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market 


Figure 21: Global Mini Maze AFAblation Market , By 
Value , Historic( 201 1-2015) in USD Billion 


Figure 22: Global Mini Maze Ablation Market . By 
Value , Forecast(2016E-2021F) in USD Billion 
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Figure 24: Global Hybrid AF Ablation Market , By Value , 
Historic^ 201 1-2015) in USD Billion 
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Figure ^5: Global Hybrid Ablation Market , By Value , 
Forecast(2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market 


Figure 30:_United States AF Ablation Market , By Figure 31: United States AF Ablation Market , By 

Value , Historic^ 201 1-2015) in USD Billion Value , Forecast(2016E-2021F) in USD Billion 
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Figure 33: Canada AF Ablation Market , By Value , Figure 34^ Canada AF Ablation Market , By Value , 

Historic(201 1-2015) in USD Billion Forecast(2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market 


Figure 37: Europe AFAblation Market , By Value , 
Historic^ 201 1-2015) in USD Billion 


Figure 38:_Europe AF Ablation Market , By Value , 
Forecast(2016E-2021F) in USD Billion 
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Source : Azoth Analytics Estimates 

F|gure 41: Germany AF Ablation Market , By Value , Figure 42:_Germany AF Ablation Market , By Value , Forecast 

Historic(2011-2015) in USD Billion (2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market 


Figure 4 5: U nited Kingdom AF^Abjation Market , By 
Value , Historic( 201 1-2015) in USD Billion 


Figure 46: United Kingdom AF Ablation Market , By 
Value , Forecast (2016E-2021F) in USD Billion 
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Figure 48: Asia Pacific AF Ablation Market , By Value , 
Historic^ 20 11-2015) in USD Billion 


Figure 49: Asia Pacific AF Ablation 

Forecast (2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market 


Figure 52: Japan AF Abjation Market ,_By Value z Figure 53: Japan AF Ablation Market , By Value , 

Historic^ 201 1-2015) in USD Billion Forecast (2016E-2021F) in USD Billion 
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Global Atrial Fibrillation Market (Non-Surgical/Catheter, Surgical-Maze, Hybrid): Analysis By Region, By 

Country (2016-2021) 

For Details, Please Follow the Link Below: 

http://azothanalytics.com/report/healthcare-pharma/global-atrial-fibrillation-market- 

non-surgicalcatheter-surgical-maze-hybrid-analysis-by-region-by-country-2016-2021- 

rl066 

Contact Us: 



binny@azothanalytics.om 


+91 9873 - 4262-88 


About Azoth Analytics Pvt Ltd. 

Azoth Analytics creates in-depth research reports by recording, interpreting and analyzing information through primary and secondary 
research. Our strategic market sizing and data dredging techniques include secondary research, interviews with key market players and 
industry experts and use of industry specific statistical tools which helps in designing and planning effective research for our global and 
local clients. We provide customized market research reports revealing the hidden truths on different verticals like pharmaceutical, oil and 
gas, retail, automotive, real estate, logistics, energy, healthcare, technology, FMCG, food & beverages and media sectors . 
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